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UNCLASSIFIED 

PAGE 01 ABIDJA 02203 071217Z 
ACTION STE-01 


Message Text 


INFO OCT-01 AF-10 ISO-OO MED-03 CCO-OO PASO-OO /015 W 

004146 071340Z/40 

R 071121Z MAR 78 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 7689 


UNCLAS ABIDJAN 2203 


TO: OHIO MEDICAL PRODUCTS 
3030 ARCO DRIVE 
P.O. BOX 1319 

MADISON, WISCONSIN 53701 
E.O. 11652: N/A 


REQUEST INFORMATION ON PRICE AND AVAILABLITY OF 
PULL-OUT HEATING ASSEMBLY UNIT FOR "OHIO CAR-ETTE" 
ARMSTRONG INCUBATOR MODEL 190A. TWO OF THESE UNITS 
WERE PURCHASED BY ABIDJAN PREMATURE BABY CLINIC IN 
1971, AND HEATING ASSEMBLIES HAVE WORN OUT. WOULD 
ALSO APPRECIATE CURRENT PRICE INFORMATION FOR ENTIRE 
NEW INCUBATOR, IN 220 VOLT MODEL IF AVAILABLE. PLEASE 
REPLY TO U.S. EMBASSY, ABIDJAN, IVORY COAST, TLX 660. 
THANK YOU FOR YOUR ASSISTANCE. 


AMERICAN EMBASSY ABIDJAN 

IVORY COAST 

STEARNS 


NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 


UNCLASSIFIED 
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